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CONFIDENTIAL 



25X1 


7 August 1959 


MEMORANDUM FOR THE RECORD 
SUBJECT: Barricade Safety Trailer 


1. On this date 
subject for use at 


called me regarding the above 
He asked that I work out an ap- 


proximate cost estimate for the building of such a trailer simi- 
lar to the large one used by the Weapons Research Division at 


the Army Chemical Center. 
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